Arlington Master Plan Advisory Committee 
May 28, 2015 - 7:00 PM - Lower Level Mtg. Room 
Central School (Senior Center) 


Agenda 

7:00 PM Call to Order 

7:10 PM Review/Approval of Minutes of April 2 , 2015 

7:20 PM Review Town Meeting presentation and vote on Article 46 

7:30 PM Progress on the appointment of a Master Plan Implementation Committee 

7:45 PM Vote on disbanding of the Master Plan Advisory Committee 

8:00 PM Adjourn 

Plans for May 30 event 



